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Funds limit government’s LPG research 
Help coming for dislocated businesses 
Higher minimum wages also on way 
Housing picture gets brighter 
Housing to take early ’60 dip, then recover 
Tke now seeking partial REA reform 
Lawmakers to tighten up on expense-account tax 
deductions 
look for another boost for TVA 
Lower freight rates for South approved ............---- Mar. 
Mild upturn in economy foreseen 
Minimum wage laws may be stalled 
More social security benefits, still higher deductions 
Mutual banks for making loans to co-ops urged ......... Mar. 
National driver clearance listing passed 
National Retail Merchants group joins fight against 
REA co-ops 
New administration means a new America 


New weapon for bait advertising, switch selling 
No co-op tax, REA loan, or fair trade laws in ’60 
Optimism prevails for new home construction .......... May 
Out-of-state firms must collect use taxes on products sold 
with neti SIR ooh k co viccccsicdcccdnqatetneeees May 
Production and price increases, unemployment drop 
SOROMIAE. vis-d coc daawdadtadnetanaudesiusakaededawes Mar. 
Rail unions’ truck “safety” rules turned down ........... Nov. 
Railroads seek LPG rate control exemption 
Rail unions push fight on transport restrictions 
REA Co-ops expansion attempt thwarted 
Retirement fund tax relief gaining in uphill fight ....../ Apr. 
SBA loans skyrocketing: hit $1 billion mark 
Self-employed’s retirement plan could also pass 
Seven years left to fudge on income tax! ...........++: Jan. 
Single tax for co-ops winning favor ...............++.++Mar. 
Soaring sixties sail into mild-recession clouds .........../ Aug. 
Social security payments, deductions go up 
Some freight rates increase, but not by much 
Sunday blue laws face court test 
Supreme Court rules on price discriminations 


Tax the co-ops—but how? 
Trustbusters seek to forestall “illegal” mergers 
U. S. Consumer Department not dead 
Watch out for freight rate boosts 
Well-heeled REA’s snap up $5 billion in bonds 
When is a “guarantee” not a guarantee? 
When sales top $500,000, you’re under NLRB 
futindiction. «0. .cccccccccvcescceceseccesseccosdccse Nov. 
Your domestic market: 20 million households 











*These advertisers carry additional 

ADVERTISERS information on their products in the 
1960 Butane-Propane Catalog. 

This advertisers’ index is published as a convenience and not as part of 
the advertising contract. Every care will be taken to index correctly. No 


1960 
December 5-9—AGA Gas Air Condi- 


tioning Sales School—Nationwide Inn, 


Columbus, Ohio. 


December 6—Wisconsin LPGA Conven- 
tion—East Side Businessmen's Associa- 
tion Club House, Madison, Wis. 


1961 


January 9-13—Pennsylvania LPGA "“Ad- 
vance the Flame” display—State Farm 
Show, Harrisburg, Pa. 


January 14—Texas Butane Dealers As- 
sociation Mid-Winter Conference — 
St. Anthony Hotel, San Antonio, Tex. 


January 20 — NGAA Gulf Coast Re- 
gional Meeting—The Robert Driscoll 
Hotel, Corpus Christi, Texas. 


February 6-8—Northeast LPGA Con- 
vention and Trade Show—Sheraton 
Park Hotel, Washington, D. C. 


February 13-14—Mid-Pacific Gas Mer- 
chandising Conference—Hoawaiian Vil- 
lage Hotel, Honolulu, Hawaii. 


February 13-16—American Society of 
Heating, Refrigerating and Air Con- 
ditioning Engineers, Inc. Semi Annual 
Meeting and Exposition—Chicago, Ill. 


February 22-24— Montreal, Canada, 
Eastern LPGA Trade Show and Con- 
vention—Queen Elizabeth Hotel, Mon- 
treal, Quebec. 


February 22-24—The Material Handling 
Institute Pacific Coast Show, Sixth 
Annual Materials Handling and Pack- 
aging Conference—Cow Palace, San 
Francisco, Cal. 

February 24 — NGAA South Louisiana 
Regional Meeting—Lafayette Petrol- 
eum Club, Lafayette, La. 

February 26-March !—Petrochemica! 
and Refining Exposition—Municipal 
Auditorium, New Orleans, La. 

March 15-17—NGAA 40th Annual Con- 
vention—The Baker and Adolphus 
Hotels, Texas. 

April 13-15—Western Liquid Gas As- 
sociation Convention and Trade Show 
—Hotel El Dorado, Sacramento, Coal. 

April 16-17—Kansas LPGA Convention 
—Allis Hotel, Wichita, Kan. 

April 16-18—Ohio LPGA Annual Con- 
vention and Trade Show—Sheraton 
Gibson Hotel, Cincinnati, Ohio. 

April 28—NGAA Oklahoma Regional 
Meeting—Lake Murray Lodge, Ard- 
more, Okla. 

April 30-May 3—National LPGA Con- 
vention and Trade Show—Conrad Hil- 
ton Hotel, Chicago, Ill. 
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allowance will be made for errors or failure to insert. 


ACF Industries, Inc. 
American Car & Foundry Div... 
American Machine & Foundry Co., 
The J. B. Beaird Co., Subs ... .20 
*American Meter Co., Inc 
Reliance Regulator Div 
Anchor Petroleum Co. 
Anco Mfg. & Supply Co 
Ardmore Products Co. 
Arkla Air Conditioning Corp. 
Humphrey Div. 
Gaslites Div. 
Armstrong Products Co. 
Ascot Gas Water Heaters, Inc.. 


Baso, Inc. 7 

*Bastian-Blessing Co., ‘Inc 

Beacon Petroleum Co. 

Beaird, The J. B. Co., Inc., Subs., 


en Machine & Foundry 


Beam Tecate Mfg. Co 
*Bendix Corp. 
Zenith Carburetor Div. ....... 
Betts Machine Co. 
Blackmer Pump Co. 
Blue, John, Co. 
Broyhill Mfg. Co. 
Burroughs Corp. 


Century Gas Equioment 
Marvel Schebler Prods. Div. 
Borg-Warner Corp. 

Charles Machine Works, Inc..... 

Chevrolet Motor Div. 

General Motors Corp. 
Chicago Combustion Co. 
*Cities Service Oil Co 
Coleman Co. 

*Corken's Inc. 

Cylinders, Inc. 


Dearborn Stove Co. 
Dixon Valve & Coupling Co...... 


Elgin Softener Corp. ............ 
Ellis & Sons, Geo. D 

Ellis Manifold Co. 

Empire Stove Co. 


Fine Products Co. 

Firestone Tire & Rubber Co 
*Fisher Governor Co. 
Flamegas Detroit Corp. 
Ford Motor Co. 


General Controls Corp. 
General Gas Light Co 
General Motors Corp. 
Chevrolet Motor Div. ........ 4,5 
Grayson Controls Div. 
Robertshaw-Fulton Controls .... 
Griffiths, E. F., Co. 


Hamilton Manufacturing Co..... 
Hannay & Sons, Inc., Clifford B.. 
Harper-Wyman Co. . 
Hidy-Brown Recorder ‘Co 
*Hones, Chas. A., 

Hydrotherm, Inc. 


Illinois Bronze Powder Co 
Johnson Machine Shop 
Locke Stove Co. — 


Lubbock Machine & Supply Co., 
Third Cover 


Manchester Tank & Equip. Co... 
Martin Stamping & Stove Co. .. 
Master Tank & Welding Co. 
McQuay-Norris Mfg. Co. 
Minneapolis-Honeywell Regulator 


Co. 
Mississippi Tank Co. 
Mitchell, John E. Co. 


Motorola Comm. & Electronics, Inc. 


National Appliances, Inc. 
*Neptune Meter Co. 
*North Texas Tank Co. ........ 


Ohio Fdy. & Mfg. Co. 


Parker-Seal Co. 
Div. of Parker-Hannifin Corp... 
Parkhill-Wade 
*Pasley Mfg. & Dist. Co.. 
Phillips & Buttorff Corp... 
Phillips — Co. 
Powell Co., 
*Pressed are Tonk Co.. Second Cover 
Pure Oil Co. ates 


Queens Prods. Div. 
King-Seeley Corp. 


Radiator Specialty Co. 
Reliance Regulator Div., American 
Meter Co. Léa Oe eal eee 
Reznor Mfg. Co. oo 
Richardson Gasoline Co., ‘Sid.... 41 
Ridge Tool C 
chectiauailiaiben Controls Co. 
Grayson Controls Div. 
Rochester Gauges, Inc. . 
*Rockwell Mfg. Co. 
Gas Products Div.....Fourth Cover 
Samuel Stamping & or 
Co. 
Selwyn-Pacific Co. 
Shell Oil Company ..... 
*Sinclair Oil & Gas Co. 
Skelly Oil Co. i 
Smith, A. O., Corp. 
(Permaglas Div.) 
*Smith Precision Products Co..... 
Speedy Therm Service Co. 
*Sprague Meter Co. Fos ey 
Squibb-Taylor, Inc. 
Stewart-Warner Corp. Seirare a 
Suburban Appliance Corp. ...... 
Superior Industries, Inc. ........ 


Temco, Inc. 

Texaco, Inc. 

*Trinity Steel Co. 

Tuloma Gas Products Co. 


Union-Texas Natural Gas Corp... 
United Petroleum Gas Co 
United States Steel Corp. 
Columbia-Geneva Steel 
Tennessee Coal & Iron 
United States Steel Supply 
United States Steel Export Co. 
OVNOG PUN S665 25. ie tater 77 
*Warren Petroleum Corp.. Front Cover 
Waste King Corp. 
Weatherhead Co., 


*Zenith Carburetor Div. 
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